From: 

Sent: 

To: 

Subject: 

Attachments: 


Saunders, Della (DPH) 

Friday, February 10, 2012 12:52 PM 
Corbett, Kate (DPH) 

FW: 01468974 
01468974.pdf 


Della Saunders 
Chemist III 

Drug Analysis Laboratory Room 363 
William A. Hinton State Laboratory Institute 
305 South Street 
Jamaica Plain, ALA. 02130 
617-983-6632 phone 
617-983-6625fax 


From: Russell, Paula (SUF) 

Sent: Friday, February 10, 2012 12:15 PM 
To: Saunders, Della (DPH) 

Subject: 01468974 

Please forward to Kate Corbett thank you 
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